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UNITED STATES GOVERNMENT 

memorandum 

S-64 , 094/PAG-TA 


reply to pan— T'A 

ATTN OF: -*■“ 

subject: STAR GATE Project 


TO! PAG-1A 


1. (S/NF/ SG/LIMDIS) Enclosed is the project data you requeste d 
regarding 

Follow-on rasKing is welcomed. 


SG1B 


2. (U) Request that the enclosed project evaluation feedback 

sheet be completed and returned for inclusion in Activity 
project files. 


3. (U) P OC for this project is the undersigned or 

They can be reached at I 


2 Enclosures 

1. Data Summaries ~ \Chlef , PAG-TA 

(S/NF/SG/LIMDIS) 1 Cy 

2 . Evaluation Feedback 
(U) 1 Cy 
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PAG 
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